OFFICE OF THE PURCHASING AGENT 



DATE: 


BID NO. 
SUBJECT: 


TOWN OF ARLINGTON 
730 Massachusetts Avenue 
Arlington, MA 02476 

June 10, 2015 


Telephone (781) 316-3003 
Fax (781)316-3019 


TO ALL BIDDERS 
15-20 


Electric Operable Wall/Gibbs Gymnasium 

ADDENDUM NO. 1 


TO WHOM IT MAY CONCERN: 

With reference to the bid request relative to the above subject, please note the 
following: 

1. Please be aware that dimension in the specifications 49'-ll" go to the face of the 
storage pocket, actually the panels go to the back of the pocket, which is about 55'- 
6 ". 


2. This is an electric operable wall and the bid includes all necessary electrical 
work so that the wall is fully operational upon completion. 

BIDDER MUST ACKNOWLEDGE ADDENDUM WITH SUBMISSION 


All other terms, conditions and specifications remain unchanged. 
Very truly yours. 

Town of Arlington 


Domenic R. Lanzillotti 
Purchasing Officer 


